
No. 379X An exceptionally fine example of the period in carved pine. Shelf 5 ' io><" wide x 5 ' 2.>^" 
high. Wood opening 4' 5K" wide x 4' 2." high. Body width 5' 6". Overmantel 5' 5^" wide x 4' o" 
high over all. Body width 4' 7>^". Projection 6". 
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No. 3671 

Quartered white wood 
with ornament applied 

SHELF 
7' iK" wide X 4' 9X" high 

WOOD OPENING 
5' o" wide X 3' 6" high 

BODY WIDTH— 6' 9" 

PROJECTION— 



1? 



No. 3680 

Quartered white wood 
with ornament applied 

SHELF 
5' 4>^" wide X 4' 7" high 

WOOD OPENING 
4' o" wide X 3' 6" high 

BODY WIDTH— 5' o>^" 

PROJECTION— 13^" 



The sizes given under the illustrations 
are the desirable standard, but as far as 
design will permit, changes can be made 
to meet special requirements. 

This applies to all mantels. 





No. 3775 

Quartered whitetvood 
with ornament applied 

SHELF 
5' 6" wide X 4' ii" high 

WOOD OPENING 
4' i" wide X 3' 7" high 

BODY WIDTH— 5' z^^" 

PROJECTION— 



Mantels with ornament applied can be 
made hand carved to special order. 

This applies to all mantels. 




Cobfjunter JllantelsJ 




No. 9610 

Quartered white wood 
hand carved 

SHELF 
5' 5^" wide X 4' 3>^" high 

WOOD OPENING 
4' o" wide X 3' o" high 

BODY WIDTH— 5' 

PROJECTION— 



When finish is to be paint, mantels are 
made of first quality kiln dried whitewood 
and are shipped primed with one coat on 
face and special waterproof paint on back. 

This applies to all mantels. 
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No. 3 

Quartered whitewood 
with ornament applied 

SHELF 
6' widex 5' i>^"high 

WOOD OPENING 
4' 6" wide X 3' 6" high 

BODY WIDTH— 5' 7'' 

PROJECTION— I " 




No. 3670 

Quartered whitewood 
with ornament applied 

SHELF 
5' 5>^" wide X 4' 8" high 

WOOD OPENING 
4' o" wide X 3' 6" high 

BODY WIDTH— 5' 3" 

PROJECTION— I " 



Mantels which are not to have a paint 
finish, are supplied with back only paint- 
ed, the front being left in the natural 
wood unstained or otherwise treated. 

This applies to all mantels. 




®olrf)unter Mmttl^i 




No. 156 

Quartered whitetvood 

SHELF 
5' 8" wide X 4' 4><" high 

WOOD OPENING 
3' 8" wide X 3' o" high 

BODY WIDTH— 4' 11" 

PROJECTION— I " 



To prevent warping, friezes are made five 
ply and shelves built up. 

This applies to all mantels. 



©obfjunter JHantels; 
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i:otrf)unter Mmttl^ 




No. 3779 

Quartered whitewood 
with ornament applied 

SHELF 
5' o" wide X 4' 7f^" high 

WOOD OPENING 
3'8>^"widex3'5>^"high 

BODY WIDTH— 5' 7>^" at base 

PROJECTION— Flush 



No. 3777 

Carved fine 
SHELF 

4' 4>^" wide X 4' io>^" high 

WOOD OPENING 
3'4K" wide X 3' 8" high 

BODY WIDTH— 4' o^" 

PROJECTION— I " 



Mantels can be made in other woods 
than those indicated, at special prices 

This applies to all mantels. 




Woh\)mttv iHantels; 



No. 9631 

Carved pine 

SHELF 
5' 4>^" wide X 4' 7" high 

WOOD OPENING 
4' o" wide X 3' 6" high 

BODY WIDTH— 4' 8>^" 

PROJECTION— 





No. 9630 

Carved pine 

SHELF 
5'o" wide X 4' 6^" high 

WOOD OPENING 
4' o" wide X 3' 6" high 

BODY WIDTH— 4' 
PROJECTION— 2." 



All of these mantels are authentic repro- 
ductions of choice examples of the period, 
the ornaments in most cases being taken 
direct from the original. 

This applies to all mantels. 
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No. 3781 
SHELF 
5'z><" widex4' 6J^"high 

WOOD OPENING 
4'3>^" wide x3' 5^" high 
BODY WIDTH— 4' 7M" 
PROJECTION— Flush 

No. 3781 

SHELF 
5' 9^" wide X 5' 3" high 
WOOD OPENING 
4' 7^" wide X 3' 11^" high 
BODY WIDTH— 5' i^" 
PROJECTION— x" 

No. 3785 
SHELF 

' io><" wide X 4' high 
WOOD OPENING 
widex3' lo^" high 
BODY WIDTH— 4' lo^" 
PROJECTION— i" 

All the above are carved fine. 




No. 3786 

Made in any marble 
Width 4' 9" X 4' o>^" high 

MARBLE OPENING 

3' 4" wide X 3' 4" high 
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No. 3784 {Kight) 
Carved pine 

SHELF 

6' 3" widex ^' oH" high 

WOOD OPENING 
4' widex 3' 9" high 

FIRE OPENING 

(as shown) 
3'3X"widex3'3K"high 

BODY WIDTH— 5' 3" 
PROJECTION— Flush 
OVERMANTEL— 4' 11" high 

Fireplace Equipment 

Description and sizes of pieces illustrated 
herein are given on enclosed price list. 



No. 3783 (Left) 
Carved pine 

SHELF 
5' o^" wide X 4' fy4'' high 

WOOD OPENING 
3' io>^" wide X 3' iX" high 

FIRE OPENING 

Qas shown) 
3' L><" wide X 9>^" high 

BODY WIDTH— 4' 8" 

PROJECTION— 4" 

OVERMANTEL— 5' 4^" high 

The pictures in overmantels are of 
course not included. 
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tirobtittnter Jlantelsf 




No. 3791 Carved pine. Shelf 3' 10'' wide x 3' o^^"" high. Wood opening 3' 7" wide x 3' 9" high. 

Body width 4' 9". Projection x". 
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